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Background: This study compared the results of patients treated for ulnar impaction syndrome using an ulnar shortening oste- 
otomy (US0) alone with those treated with combined arthroscopic debridement and US0. 

Methods: The results of 27 wrists were reviewed retrospectively. They were divided into three groups: group A (US0 alone, 10 
cases), group B (combined arthroscopic debridement and US0, 9 cases), and group C (arthroscopic triangular fibrocartilage com- 
plex [TFCC] debridement alone, 8 cases). The wrist function was evaluated using the modified Mayo wrist score, disabilities of the 
arm, shoulder and hand (DASH) score and Chun and Palmer grading system. 

Results: The modified Mayo wrist score in groups A, B, and C was 74.5 ± 8.9, 73.9 ±11.6, and 61 .3 ± 1 0.2, respectively (p < 0.05). 
The DASH score in groups A, B, and C was 1 5.6 ±11 .8, 1 9.3 ±11 .9, and 33.2 ± 8.5, respectively (p < 0.05). The average Chun and 
Palmer grading score in groups A and B was 85.7 ± 8.9 and 84.7 ± 6.7, respectively. The difference in the Mayo wrist score, DASH 
score and Chun and Palmer grading score between group A and B was not significant (p > 0.05). 

Conclusions: Both US0 alone and combined arthroscopic TFCC debridement with US0 improved the wrist function and reduced 
the level of pain in the patients treated for ulnar impaction syndrome. US0 alone may be the preferred method of treatment in pa- 
tients if the torn flap of TFCC is not unstable. 
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Ulnar impaction syndrome has a wide spectrum ranging 
from the simple wear of a triangular fibrocartilage com- 
plex (TFCC) to a large perforation. If a perforated TFCC 
unstable flap causes mechanical irritation between the 
ulnar head and carpal bones, an unstable flap should be 
debrided to stabilize the rim. 1} 



Until now, ulnar shortening remains the treatment 
of choice for ulna impaction syndrome. The indication 
of ulnar shortening has been extended to failed triangu- 
lar fibrocartilage complex debridement, ulnar impaction 
syndrome with carpal instability and early posttraumatic 
distal radioulnar joint osteoarthritis.^ 

Arthroscopy is widely used simultaneously if ulnar 
shortening osteotomy (USO) is planned but the role of ar- 
throscopy in ulnar impaction syndrome is less clear. 
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migration of the ulnar head is not completely understood. 
Moreover, there are few reports comparing the results of 
USO alone with those of combined arthroscopic debride- 
ment and USO. This study hypothesized that USO alone 
has a similar effect on the clinical scores of combined ar- 
throscopic TFCC debridement with USO for ulnar impac- 
tion syndrome. This study compared the efficacy of com- 
bined arthroscopic TFCC debridement with USO versus 
USO alone in the treatment of ulnar impaction syndrome. 

METHODS 

The results of 26 patients (27 wrists), who underwent sur- 
gical procedures to treat ulnar impaction syndrome and 
TFCC tears at our hospital between November 2003 and 
November 2008, were reviewed retrospectively. The 27 
wrists were divided into group A (USO alone, 10 cases), 
group B (combined arthroscopic debridement with USO, 
9 cases), and group C (arthroscopic TFCC debridement 
alone, 8 cases). Nine men and 18 women (mean age, 42 
years [range, 25 to 69 years]) were followed up for a mean 
of 23 months (range, 13 to 53 months). The function of the 
wrists was evaluated using the modified Mayo wrist score 2) 
and disabilities of the arm, shoulder and hand (DASH) 
score 3) in all patients pre- and post-operatively. The func- 
tion, bony union and ulnar variance were compared using 
the Chun and Palmer grading system. 4) 

The dominant hand was involved in 14 patients. 
All patients presented with ulnar wrist pain with a more 
than 3 months duration and a positive ulnar variance 
ranging from 0.5 to 15 mm (mean, 3.5 mm). The duration 
of symptoms from onset to surgery was 3 to 80 months 
(mean, 24.3 months). The symptoms were related to their 
occupation in 3 patients, all of whom were covered by 
workers' compensation. Surgery was performed on the 
patients who did not respond appropriately to nonsurgical 
treatments, such as medication and intermittent splinting 
for more than 3 months. 

The inclusion criteria were as follows: 1) persistent 
ulnar-sided wrist pain provoked by pronation and ulnar 
deviation despite a minimum 3 months of conservative 
management; 2) neutral or positive ulnar variance, as 
measured by the method of perpendiculars from a stan- 
dard posteroanterior radiograph of the wrist 5) ; and 3) a 
positive ulnocarpal stress test. The exclusion criteria were 
as follows: 1) secondary USO due to a failed arthroscopi- 
cally debrided TFCC tear; 2) repairable TFCC tear; 3) dis- 
tal radioulnar joint (DRUJ) arthritis; 4) scapholunate (SL) 
ligament or lunatotriquetral (LT) ligament instability; and 
5) distal radius malunion and shortening > 5 mm. Partial 



SL or LT ligament tears identified during an arthroscopic 
evaluation were not a cause for exclusion. The presence 
or absence of a TFCC perforation on the imaging studies 
is not a prerequisite for inclusion in this study. MRI was 
checked in 7 out of 10 cases in group A, 6 out of 9 cases 
in group B, and 3 out of 8 cases in group C. Computed 
tomography (CT) arthrography was checked in 3 out of 10 
cases in group A, 3 out of 9 cases in group B, and 5 out of 8 
cases in group C. 

The decision as to which operation to perform de- 
pends on the patients acceptance of USO and the tear con- 
dition of the cartilage. If patients just want an arthroscopic 
procedure, arthroscopic TFCC debridement alone was 
chosen. The arthroscopic wafer procedure was also per- 
formed in 1 case of group C with the ulnar head cartilage 
denuded. Informed consent was obtained from the pa- 
tients before the secondary USO if the symptoms were 
not relieved after arthroscopic TFCC debridement alone. 
In the USO group, the tear condition of TFCC or LT liga- 
ment was considered for the selection of arthroscopic de- 
bridement. Only USO was performed if a torn flap of the 
TFCC or LT ligament was not so unstable using a probe 
(Fig. 1). On the other hand, if the torn flap of the TFCC or 
LT ligament was unstable, arthroscopic debridement was 
performed until the torn flap was stabilized. USO was then 
performed (Fig. 2). 

All procedures were performed by the same author. 
Arthroscopy was performed with the patients under gen- 
eral anesthesia with a tourniquet. The TFCC and articular 
surfaces of the lunate and triquetrum including the LT 
ligament were inspected for wear or tear. In group A, USO 
was performed after diagnostic arthroscopy for the TFCC 
condition in all cases. In groups B and C, debridement of 
the TFCC wear or a tear to a stable margin was performed 
using a small joint shaver or an electrothermal small 
joint probe. In group B, USO was performed after the 
arthroscopic procedures. The distal ulna was approached 
subperiosteally between the extensor carpi ulnaris and 
flexor carpi ulnaris, protecting the dorsal sensory branch 
of the ulnar nerve. A seven-hole small dynamic compres- 
sion plate was placed on the volar surface of the ulna. 6) 
The most distal and most proximal screw holes were then 
drilled along the midline of the ulnar shaft located a few 
millimeters eccentrically from each other depending on 
the amount of shortening, and the screws were inserted 
provisionally, which was helpful for controlling the ro- 
tational alignment and plate malposition. After the plate 
and screw were removed from the osteotomy site, oblique 
osteotomies were performed at the middle hole area of 
the plate in the proximal volar to distal dorsal direction. 7) 
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Fig. 1. (A) A 35-year-old female showing positive ulnar variance on a 
preoperative anteroposterior radiograph. (B) CT arthrography findings of 
a perforation of the triangular fibrocartilage complex and subchondral 
cyst in the ulnar border of the lunate in ulnar impaction syndrome. (C) 
Arthroscopic view of a central Palmer 2C lesion exposing the ulnar head 
through the defect in the articular disc. (D) An anteroposterior radiograph 
made after ulnar shortening osteotomy alone and fixation with a 
dynamic compression plate and screws. (E) A 30-month final follow-up 
anteroposterior radiograph. 





Fig. 2. (A) A 45-year-old female showing positive ulnar variance on a preoperative anteroposterior radiograph. (B) Computed tomography arthrography 
findings of a perforation of the triangular fibrocartilage complex (TFCC) and subchondral cyst in the lunate in ulnar impaction syndrome. (C) Wear in the 
central portion of the TFCC on arthroscopy. (D) Tear of membraneous portion of the lunatotriquetral ligament on arthroscopy. (E) Arthroscopic photo of 
Palmer 2D TFCC defect after debridement. (F) An anteroposterior radiograph made after arthroscopic debridement and ulnar shortening osteotomy and 
fixation with a dynamic compression plate and screws. (G) An 18-month final follow-up anteroposterior radiograph. 



The length of the segment removed equaled the amount 
of positive ulnar variance measured on the preoperative 
radiograph. The plate was put back in place and the most 
proximal and distal screws were repositioned. The remain- 
ing screws were introduced in compression mode from 
the proximal screw hole adjacent osteotomy site and the 



distal screw hole adjacent osteotomy site. Finally, the most 
proximal and distal screws were tightened. Postoperatively, 
a below-elbow splint was applied for 2 weeks in all groups 
and a below-elbow cast was applied for an additional 2 
weeks in groups A and B. Active motion of the wrist was 
started with a removable splint after postoperative 4 weeks 
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Table 1. Summary of Results 


Treatment 


No. 


Sx duration 
(mo) 


Follow-up 
(mo) 


UV pre/po 
(mm) 


Palmer 
class 


Grip strength 
(% of opposite 
side) 


Union 
time 
(wk) 


Chun& 
Oalmer 
score 


Mayo 
score 


DASH 
score 


USO alone 


1 


8 


13 


1/-2 


2B 


93 


10 


78 


85 


17 




2 


33 


25 


1/-1 


2C 


129 


8 


88 


75 


25 




3 


20 


12 


0.5/- 2.5 


2C 


56 


6 


70 


55 


42 




4 


80 


29 


5/0 


2D 


73 


10 


93 


80 


13 




5 


12 


24 


1.5/0 


2B 


135 


6 


83 


75 


5 




6 


6 


18 


7/0 


2D 


79 


10 


88 


75 


13 




7 


6 


18 


6.5/0 


2D 


127 


10 


88 


75 


13 




8 


24 


14 


4/1.5 


2C 


93 


8 


78 


75 


23 




9 


24 


30 


1.5/0 


2B 


108 


10 


98 


85 


3 




10 


13 


24 


2.5/- 1 .5 


2B 


92 


6 


98 


85 


4 


1 inn n a /O 

USO & A/S 
debridement 


1 


3 


36 


6.5/0 


2D 


122 


10 


90 


85 


10 




2 


19 


54 


3/0.5 


2D 


107 


10 


95 


95 


8 




3 


80 


12 


5/2 


2D 


93 


6 


80 


65 


38 




4 


60 


24 


4.5/0.5 


2D 


100 


10 


93 


85 


10 




5 


3 


30 


5.5/0 


2C 


98 


10 


80 


65 


33 




6 


3 


15 


2.5/0 


2D 


77 


10 


85 


65 


25 




7 


15 


18 


2.5/- 0.5 


2D 


132 


8 


78 


65 


18 




8 


13 


30 


1.5/0 


2D 


73 


10 


83 


65 


28 




9 


80 


25 


1.5/- 0.5 


2D 


101 


6 


85 


75 


4 


A/S debridement 


1 


3 


14 


8.5/- 


2C 


83 


- 


- 


55 


23 




2 


36 


48 


2.5/- 


2C 


64 


- 


- 


55 


37 




3 


3 


12 


0/- 


2C 


77 






80 


28 




4 


24 


12 


V- 


2C 


91 






75 


33 




5 


12 


42 


V- 


2C 


110 






60 


28 




6 


5 


24 


0/- 


2C 


91 






55 


36 




7 


24 


12 


3.5/- 


2C 


80 






55 


31 




8 


48 


12 


3/- 


2C 


46 






55 


49 



Sx: symptoms, UV: ulnar variance, DASH: disabilities of the arm, shoulder and hand, USO: ulnar shortening osteotomy, A/S: arthroscopic. 



in groups A and B. The perioperative ulnar variances were 
measured radiographically using a perpendicular line to 
the longitudinal axis of the radius at its distal ulnar volar 
rim and the line at the end of the ulna. A posteroanterior 
radiograph of the wrist was obtained with the shoulder 
in 90° abduction, elbow in 90° flexion, forearm in neutral 



rotation, and wrist in neutral alignment for accurate mea- 
suring. A Mann- Whitney test and Kruskal-Wallis test was 
carried out to analyze the differences in the clinical scores 
and radiographic measurements before and after surgery. 
All analyses were performed using a commercial SPSS 
(SPSS Inc., Chicago, IL, USA). The data obtained is ex- 
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pressed as the mean ± standard deviation. A p < 0.05 was 
considered significant. 

RESULTS 

TFCC perforation was detected by imaging studies in 7, 
7, and 8 patients in group A, B and C, respectively. The ar- 
throscopic findings were as follows. According to Palmers 
classification of TFCC lesions, class IIB, IIC, and IID le- 
sions were present in 4, 3, and 3 wrists, respectively, in 
group A, including a radial slit tear in 3 cases. 8) 

In group B, class IIC and IID lesions were present 
in 1 and 8 wrists, respectively, including a radial slit tear 
in 2 cases. The location of the perforation was central and 
radial in 6 and 2 cases, respectively. The mean diameter 
of the perforation was 4.3 mm (range, 1 to 7 mm). An 
unstable TFCC flap was excised until the torn margin had 
stabilized. 

In group C, class IIC lesions were present in 8 wrists, 
including a radial slit tear in 2. The TFCC was not per- 
forated in 4 cases in group A (Table 1). Chondromalacia 
of the lunate was observed in 21 patients. Grade I chon- 
dromalacia (softening) was noted in 6, 6, and 3 patients 
in group B, C, and A, respectively. Grade II (fibrillation) 
was observed in 4, 2, and 1 case in group B, C, and A, re- 
spectively. Grade III (extending down to the subchondral 
bone) was found in one case in group A. The LT ligament 
had a partial tear and minimal laxity in 2 cases in group A. 
In group B, 5 cases had a LT ligament tear, which included 
4 cases of grade 1 laxity, and 1 case of grade II laxity. The 
proximal membranous portion of the LT ligament was 
almost detached from lunate in 1 case. Chondromalacia in 
the triquetrum was observed in 23 patients, with grade I 
in 13 patients (6 in group C, 5 in group B, and 2 in group 
A), and grade II in 10 (5 in group B, 3 in group A, and 2 in 
group C). 

Arthroscopic debridement of the triangular fibro- 
cartilage complex, lunate, LT ligament, and/or triquetrum 
was performed in groups B and C. In group A, after di- 
agnostic arthroscopy, USO was performed without ar- 
throscopic debridement. 

The modified Mayo wrist score improved from 55.5 
± 11.1 to 74.5 ± 8.9, 51.7 ± 14.1 to 73.9 ± 11.6 and 50.0 ± 
12.5 to 61.3 ± 10.2, respectively (p < 0.05). The difference 
in the preoperative Mayo wrist score between groups A, 
B and C was not significant (p < 0.05). The postopera- 
tive Mayo wrist score of groups A and B was significantly 
higher than group C (p < 0.05). The DASH score improved 
from 34.4 ± 9.1 to 15.6 ± 11.8, 35.7 ± 16.8 to 19.3 ± 11.9 
and 38.4 ± 9.6 to 33.2 ± 8.5 in group A, B, and C, respec- 



tively (p < 0.05). The difference in the preoperative DASH 
score between groups A, B, and C was not significant (p 

> 0.05). The postoperative DASH wrist score of groups A 
and B was significantly lower than group C (p < 0.05). 

Three out of 8 patients in group C (arthroscopic de- 
bridement alone) had persistent symptoms. Two of them 
had an additional USO later but one patient refused fur- 
ther surgery. Finally, two patients who underwent second- 
ary USO showed a resolution of their symptoms. 

The grip power improved from 73.4 ± 22% to 89.0 
± 21% of the contralateral side. The Chun and Palmer 
score was used for a comparison between groups A and 
B. The Chun and Palmer subjective pain score improved 
from 12.1 ± 4.8 to 15.8 ± 3.0 (p < 0.05). The subjective 
function score improved from 12.9 ± 3.8 to 15.5 ± 2.8 (p < 
0.05). The subjective range of motion improved from 7.6 
± 2.9 to 9.5 ± 2.3 (p < 0.05). The objective range of mo- 
tion changed from 7.4 ± 1.0 to 7.9 ± 0.9 and the objective 
strength changed from 7.5 ± 2.2 to 9.1 ± 1.5 (p < 0.05). 
The mean Chun and Palmer grading score improved from 
66.7 ± 7.8 to 85.2 ± 7.8 (p < 0.05) with 6 excellent, 8 good, 
and 5 fair results; from 68.7 ± 3.3 to 85.7 ± 8.9 (p < 0.05) 
with 3 excellent, 4 good, and 3 fair results in group A, and 
from 64.5 ± 10.6 to 84.7 ± 6.7 (p < 0.05) with 3 excellent, 4 
good, and 2 fair results in group B. On the other hand, the 
difference in the preoperative and postoperative Chun and 
Palmer score between group A and B was not significant (p 

> 0.05). The ulnar variance decreased from 3.5 ± 3.3 mm 
preoperatively to - 0.1 ± 1.1 mm postoperatively (p < 0.05). 
The mean preoperative radioulnar distance was 0.4 mm 
(range, - 3.2 to 7.6 mm) on the true lateral radiograph, 
which decreased to - 0.8 mm (range, - 5.8 to 1.6 mm) af- 
ter surgery (p < 0.05). A positive correlation was detected 
between the preoperative ulnar variance and radioulnar 
distance in groups A and B (r 2 = 0.605, p = 0.006). All 
patients achieved bony union with an average union time 
of 8.4 ±1.8 and 8.8 ±1.7 weeks in groups A and B, respec- 
tively. 

A fracture of the adjacent proximal screw hole oc- 
curred in one case at postoperative 6 months due to a slip 
down. Accordingly, open reduction and internal fixation 
were performed using a longer plate with an iliac bone 
graft, which achieved bony union after 8 weeks. 

DISCUSSION 

Overloading between the distal ulna and ulnar carpus oc- 
curs as a result of a positive ulnar variance. Patients usually 
report ulnar- sided pain and swelling with an insidious on- 
set. USO is the treatment of choice for correcting positive 
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ulnar variance, which relieves the pain by reestablishing a 
neutral or slightly negative ulnar variance. 

Degenerative TFCC wears develop as a result of 
chronic repetitive conditions. In certain situations, they 
cannot be differentiated because of their uncertain history 
and physical findings. Imaging studies are also limited in 
identifying the precise pathology. Therefore, arthroscopy 
helps the surgeon to differentiate TFCC tears from ul- 
nar impaction syndrome. TFCC tears may aggravate the 
symptoms if concomitant TFCC tears occur as a result of 
an acute injury in patients who already have an underly- 
ing ulnar impaction syndrome. 9) Arthroscopy and USO 
might useful in this acute on chronic situation. Although 
combined arthroscopic TFCC debridement and a wafer 
distal ulna resection in patients with a TFCC tear and 
positive ulnar variance has been introduced, 10) arthroscopy 
may have additional diagnostic and therapeutic value if 
USO is already planned preoperatively. On the other hand, 
the therapeutic effect of arthroscopy in ulnar impaction 
syndrome is less clear. This study showed that in terms of 
the therapeutic effect, USO alone is effective in relieving 
the symptoms of ulnar impaction syndrome. Minami et 
al. u) reported that simple TFCC debridement with positive 
ulnar variance was unsuccessful and concluded that osse- 
ous decompression of the ulnar side of the wrist should be 
performed. Fulcher and Poehling 12) suggested that arthros- 
copy is not indicated in type IIA and IIB lesions. Never- 
theless, many IIA and IIB lesions are being treated in the 
same manner as type IIC lesions. This study suggests that 
USO alone has a similar effect in types IIC and IID. If the 
symptoms persist after the osteotomy, they may be con- 
sidered a mechanical irritation of TFCC or LT ligament 
attenuation or tears. 

Osteotomy has a TFCC tightening effect if the bony 
attachment of TFCC is intact. 1315) A reduced load of the 
ulnar wrist column by ulnar shortening may not only im- 
prove the stability but also have favorable effects on a torn 
TFCC. These were observed in our cases as a decrease in 
the dorsal subluxation of the ulnar head due to ulnocar- 
pal and distal radioulnar ligament tightening effect of the 
USO via the TFCC. The decrease in radioulnar distance 
was attributed to extrinsic ulnocarpal ligament tightening 
or a decrease in carpal supination because impaction with 
a very long ulna may stop after USO. This study also found 
a positive correlation between the ulnar variance and ra- 
dioulnar distance, which suggests that a wrist with a larger 
ulnar variance has a higher likelihood of subluxation of 
the distal radioulnar joint. 16) 



The outcomes of combined arthroscopic TFCC de- 
bridement and USO for ulnar impaction syndrome were 
compared with those of USO alone. The data raises the 
question as to whether arthroscopic TFCC debridement 
is needed for symptom improvement. Recently, the TFCC 
was found to be repaired spontaneously during second- 
look arthroscopy in patients who underwent USO. 17) Al- 
though combined arthroscopic TFCC debridement and 
USO improves the wrist function of patients with ulnar 
impaction syndrome, 18) some authors 16) suggest that USO 
alone provides satisfactory results for ulnar impaction syn- 
drome. 

The present study had some limitations. First, the 
analysis was based on data from a retrospective chart 
review. In addition, there may have been selection bias 
because the treatments depend on the tear condition of 
the cartilage. To confirm the effects of arthroscopic de- 
bridement, a randomized prospective controlled design 
will be needed to ensure the preoperative data is collected 
in a standard manner. Second, the small sample size could 
have limited the statistical power. Finally, whether or not 
tears of the disc had healed is unclear because second look 
arthroscopy was not performed in most patients. 

This study also found a positive correlation between 
the Chun and Palmers wrist score, modified Mayo wrist 
score and DASH. In this study, the workers compensation 
patients included 3 cases, (2 in group A and 1 in group B). 
The results of these cases were good in 2 cases and fair in 1. 

Iwasaki et al. 19) reported that the long duration of 
symptoms and workers compensation predicted a poorer 
clinical score. In this study, the duration of symptoms was 
similar in groups A and B. In addition, the correlation be- 
tween the duration of symptoms and the clinical score was 
not significant. 

In summary, both USO alone and combined ar- 
throscopic TFCC debridement with USO improved the 
wrist function and reduced the level of pain in the patients 
treated for ulnar impaction syndrome. The clinical out- 
comes do not differ between USO alone and combined 
arthroscopic TFCC debridement with USO. USO alone 
may be the preferred method of treatment in patients if 
the torn flap of the TFCC is not unstable. 
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